To:  Bahrman,  Sarah[Bahrman. Sarah@epa.gov] 

From:  Atkins,  Blake 

Sent:  Sun  8/9/2015  11:10:51  PM 

Subject:  FW:  Water  Quality  Division  Call  - rescheduled  for  7 pm  tonight 


See  info  on  Aztec 


BJakeAtkins^ 

Personal  Phone/Ex.  6 


mobile 


From:  McCasland,  Mark 

Sent:  8/9/2015  5:31  PM 

To:  McCoy,  Melinda;  Manheimer,  Jenna;  Restivo,  Angela;  Ngo,  Kim;  Brown,  Jamesr;  Garcia, 
David;  Atkins,  Blake 

Cc:  Foster,  Althea;  Webster,  Susan;  Crossland,  Ronnie 

Subject:  RE:  Water  Quality  Division  Call  - rescheduled  for  7 pm  tonight 


We  are  stationed  in  the  Aztec  EOC  now  and  will  be  leaving  for  Durango  in  about  20 
minutes. 


Summary: 


Aztec  has  over  20  days  of  offline  storage  in  3 raw  water  reservoirs. 


There  is  a 12”  raw  water  line  between  Bloomfield  and  Aztec  that  can  be  used  for  bulk 
water  distribution  for  livestock  satgering.  The  intake  is  on  the  San  Juan  river  before  the 
confluence  with  the  Animas. 


The  immediate  issues  are  with  the  domestic  water  wells  that  individuals  depend  on  for 
their  water.  For  now,  the  fire  departments  have  set  up  watering  stations  for  residents  to 
get  drinking  water. 


The  county  is  working  to  arrange  for  a more  substantial  bulk  water  distribution  using  fire 
trucks  and  possible  water  haulers  from  oil  fields. 
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From:  McCoy,  Melinda 

Sent:  Sunday,  August  09,  2015  5:14  PM 

To:  Manheimer,  Jenna;  Restivo,  Angela;  McCasland,  Mark;  Ngo,  Kim;  Brown,  Jamesr;  Garcia, 
David;  Atkins,  Blake 

Cc:  Foster,  Althea;  Webster,  Susan;  Crossland,  Ronnie 

Subject:  RE:  Water  Quality  Division  Call  - rescheduled  for  7 pm  tonight 


Hi  so  sorry, 


It  is  scheduled  for  7 pm  central. 


Thanks, 

Melinda 


Melinda  McCoy,  Environmental  Scientist 
Water  Quality  Standards  Program 
USEPA  Region  6 (6WQ-EW) 

1445  Ross  Ave.,  Ste.  1200 
Dallas,  TX  75202 


214-665-8055  (phone) 
214-665-6689  (fax) 

mccov.melinda@epa.gov 
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From:  Manheimer,  Jenna 

Sent:  Sunday,  August  09,  2015  5:13  PM 

To:  McCoy,  Melinda;  Restivo,  Angela;  McCasland,  Mark;  Ngo,  Kim;  Brown,  Jamesr;  Garcia, 
David;  Atkins,  Blake 

Cc:  Foster,  Althea;  Webster,  Susan;  Crossland,  Ronnie 

Subject:  RE:  Water  Quality  Division  Call  - rescheduled  for  7 pm  tonight 


Hi  All, 


Is  that  7 pm  CT  or  MT?  We  are  scheduled  to  be  at  a public  meeting  in  Durango  at  6 pm 
MT.  We  are  free  now  for  the  next  hour,  or  we  could  call  in  after  the  meeting,  maybe  8:30 
MT? 


Thank  you! 


Jenna  Manheimer,  MPH 
Environmental  Scientist 
U.S.  EPA  Region  6 

Drinking  Water  Enforcement 
(214)665-7318 


From:  McCoy,  Melinda 

Sent:  Sunday,  August  09,  2015  4:37  PM 

To:  Restivo,  Angela;  Manheimer,  Jenna;  McCasland,  Mark;  Ngo,  Kim;  Brown,  Jamesr;  Garcia, 
David;  Atkins,  Blake 

Cc:  Foster,  Althea;  Webster,  Susan;  Crossland,  Ronnie 

Subject:  Water  Quality  Division  Call  - rescheduled  for  7 pm  tonight 
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Hi  All, 


Angela  requested  that  I reschedule  this  call  for  7 pm  this  evening.  Here  is  the  call-in  information: 


Conference  phone: 


Nonresponsive  Conference  Code 


Nonresponsive  Conference  Code 


Thanks, 

Melinda 


Melinda  McCoy,  Environmental  Scientist 
Water  Quality  Standards  Program 
USEPA  Region  6 (6WQ-EW) 

1445  Ross  Ave.,  Ste.  1200 
Dallas,  TX  75202 


214-665-8055  (phone) 
214-665-6689  (fax) 

mccov.melinda@epa.gov 


From:  Restivo,  Angela 

Sent:  Sunday,  August  09,  2015  4:08  PM 

To:  Manheimer,  Jenna;  McCasland,  Mark;  Ngo,  Kim;  McCoy,  Melinda;  Brown,  Jamesr;  Garcia, 
David;  Atkins,  Blake 

Cc:  Foster,  Althea;  Webster,  Susan;  Crossland,  Ronnie 
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Subject:  RE:  Water  Quality  Division  Call 


I am  still  on  a call  with  NMED  Groundwater  staff.  I would  still  like  to  have  a call  but  it  will 
probably  need  to  be  later  tonight. 


From:  Restivo,  Angela 

Sent:  Sunday,  August  09,  2015  3:05  PM 

To:  Manheimer,  Jenna;  McCasland,  Mark;  Ngo,  Kim;  McCoy,  Melinda;  Brown,  Jamesr;  Garcia, 
David;  Atkins,  Blake 

Cc:  Foster,  Althea;  Webster,  Susan;  Crossland,  Ronnie 
Subject:  Water  Quality  Division  Call 


I would  like  to  have  a call  with  those  in  Water  Quality  who  are  currently  involved  with  the  Gold 
King  Mine  Response. 

Please  call  in  for  a meeting  at  4:00  CT 


Conference  phone:  1-866-299-3188 
2146658544# 


From:  Manheimer,  Jenna 

Sent:  Sunday,  August  09,  2015  2:39  PM 

To:  Restivo,  Angela;  McCasland,  Mark 

Cc:  Ngo,  Kim;  McCoy,  Melinda;  Brown,  Jamesr;  Garcia,  David;  Atkins,  Blake 
Subject:  RE:  Link  to  R8  Data 


Angela, 
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Is  there  any  more  recent  sample  data  than  from  8/6?  We  are  hearing  rumors  that  results 
from  at  least  8/7  are  available,  but  not  being  shared/released?  The  local  response  group 
here  is  very  concerned  about  this.  It  would  help  us  to  have  the  results  ahead  of  any 
public  meeting,  so  we  can  review  them  thoroughly.  Spreadsheet  format  like  the  ones 
from  8/5  & 8/6  would  be  most  useful. 


Thank  you. 


Jenna  Manheimer,  MPH 
Environmental  Scientist 
U.S.  EPA  Region  6 

Drinking  Water  Enforcement 
(214)  665-7318 


From:  Restivo,  Angela 

Sent:  Sunday,  August  09,  2015  12:52  PM 

To:  McCasland,  Mark;  Manheimer,  Jenna 

Cc:  Ngo,  Kim;  McCoy,  Melinda;  Brown,  Jamesr;  Garcia,  David;  Atkins,  Blake 
Subject:  FW:  Link  to  R8  Data 


R8  initial  sample  data  released  to  public  through  link  below 


From:  Loesel,  Matthew 

Sent:  Sunday,  August  09,  2015  11:16  AM 

To:  Restivo,  Angela 

Cc:  Turner,  Philip;  Rauscher,  Jon 

Subject:  Link  to  R8  Data 
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Here  is  the  link  to  the  R8  Prelim  data  that  looks  to  be  public 


http://www.epaosc.org/GoldKingMine 


Matt  Loesel 
US  EPA  Region  6 

RCRA  Data  and  Training  Coordinator 
214-665-8544 
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